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15TB MEETING 






Mtm\M fl£ MtMSiStJM 
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1. * ft* chief of the Division *»- 
ported that the Commanding Officer had requested that all Division meetings 
be held not earlier than 1000 in the morning. I % was stated, therefore, that 
meetings of the Operating Services Division Executive Committee will be held 
at 1000 on Wednesdays, taxless otherwise notified. 

2. MMMM - Tba Chief of the Division again requested that 
a survey be made of all excess furniture within the Branches and return to 

the Supply Branch whatever furniture is not needed. In this connection, it was 
also requested that an investigation of the use of florescent lamps be made 
to insure that they are being used to the beet advantage, as these lamps are 
difficult to procure at the present time. The Chief of the Supply Branch wae 
requested, however, to do whatever possible to procure additional lamps. 

3. MHBQQRAFH MACHIBSS - There is no additional information to report 
concerning the investigation of centralization of mimeograph machines, as 
the matter is still under consideration. 



4. FDKDS - The Chief of the Supply 

Brunch reported that information had been received concerning the use of funds 
for supply of equipment to overseas theaters, which indicated that the Signal 
Security Agency funds should be used only for procurement of special items cf 
equipment which could not be procured through normal supply channels. Tbs 
Chief of the Supply Branch stated that a procedure had been proposed whereby 
requisitions for such equipment would be forwarded to the Signal Security 
Agency through the normal supply channels, and that this Agency would take 
necessary action to supply the equipment. Necessary steps are being taken 
to confirm ‘tibia procedure in writing. It was further stated that this pro- 
cedure would cover the procurement of special items of equipment for unite of 
the Seoond Signal Service Battalion. 



5* 2&iOi££Kff * The Chief of the Commu&ieatio&s Branch stated, for In- 
formation of interested persons, that Major Sieder was giving a talk on Wed- 
nesday afternoon, 7 February 1945# regarding hie trip and inspection of the 
stations on the West Coast. 



4. £ 



;* ’•wn 



AT PQA » The Chief of the Ceemrunloatione Branch pore- 

- - a a 4k am * . a «m 1. S5IV*. — *L 



w * iSiawa.w - - — — . — — 777:7 1 7 . 

emoted problems existing concerning cemuni cations facilities at rort Shalter 

sad Station 5. Be further stated that a discussion of the matter would be 
made in the monthly report submitted from that theater. The Chief of the 
Division reocosmeuded that no action be taken until the monthly report had 
been received and studied. 
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7 . mmEUWmm fmam - V" GhUf * the Cenmunleations 
Branch reported teat the Development Branch had requested additional personnel 



to work on a project concerning non-morse security Monitoring equipm en t Being 
presided Stations #L, #2, and #5, 1 special nodal Built by tee teveXojmsnfc 
Branch for tee equipment la required and it ia desired to incorporate thia 
equipnent in any nee equipment to provide more efficient operation* Develop* 
sent Branch had stated that it would take five Booths to draw up specification* 
of the nedel for manufacturing. It ms reported that personnel provided by the 
CoHwnttleattona Branch to tadortake this work could do it in approcdnately six 
weeks tine* It was further stated that the Communications Branch was undertak- 
ing the problem and that the Development Branch peeed no objection, 

8. FIRE ALARM SYSTEM - The Chief of the Supply Branch jreaented a problem 
concerning the saving of the fire alarm system frm the old fir* tense to the 
nee one. Be indicated he had received two bids of wide discrepancy ftcos the 
Signal Officer. The Chief of the Supply Branch desired to knew if it would 
be feasible to have Tint Hill Farms Station personnel do the job. The Chief 
of tee Division stated teat this see a matter for decision by the Signal 
Officer end that suggestion should he referred to him for action. 



9. laztgflBdmiomm M 



W 



• The Chief of tee Laboratory Branch 
c were desirous of having picture* of *11 
Be stated teat up to tee present tine, such 



Indicated that boom 
employees within their Bramah. 

requests had bean refused and requested information as to whether or not they 
were justified. The Chief of tee Division suggested teat the natter be referred 
to the Control Office for investigation. 



Saris 7, Cook 
Colonel, Signal Corps 
Chief, Operating Services Division 



